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Message Text 


AMERIGO PETRUCCI, UNDERSECRETARY OF DEFENSE, HAS ASKED EMBASSY'S 
ASSISTANCE TO EXPEDITE SCHEDULING OF KIDNEY TRANSPLANT TO BE 
PERFORMED ON LUIGI ROSCI. ROSCI WAS TO BE OPERATED IN AUGUST 1977 
AT THE NY HOSPITAL ROGOSIN KIDNEY CENTER, CORNELL MEDICAL CENTER, 
525 EAST 68TH ST., N.Y., BUT UNFORSEEN CIRCUMSTANCES PREVENTED 
HIM FROM BOARDING A PLANE TO BE IN NEW YORK IN TIME FOR THE 
OPERATION. AS A CONSEQUENCE, ROSCI WAS PUT AT THE BOTTOM OF THE 
WAITING LIST OF THE HOSPITAL. HIS CASE IS FOLLOWED BY DR. CHESTER 
AND IS IDENTIFIED BY NUMBER 1508800. EMBASSY WOULD APPRECIATE 
DEPARTMENT ACTION TO SEE WHETHER MR.ROSCI COULD IN SOME WAY 
BE MOVED UP THE WAITING LIST IN CONSIDERATION OF HIS EARLIER 
ELIGIBILITY. CORRESPONDENCE BEING POUCHED TO EURAV (BROD). 
GARDNER 


UNCLASSIFIED 


NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEDICAL CARE, SURGICAL TRANSPLANTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 may 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978ROME08792 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780204-0104 

Format: TEL 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780564/aaaaccbc.tel 

Line Count: 39 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: a436969f-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 1 6 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2706279 
Secure: OPEN 
Status: NATIVE 

Subject: KIDNEY TRANSPLANT AMERIGO PETRUCCI, UNDERSECRETARY OF DEFENSE, HAS ASKED EMBASSY\'S ASSISTANCE TO 

EXPEDITE SCHEDULING OF KIDNEY TRANSP 

TAGS: TBIO, IT, US, (PETRUCCI, AMERIGO), (ROSCI, LUIGI) 

To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/a436969f-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassifled/Released US Department of State EO Systematic Review 20 Mar 2014 



